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, —-—s« gE have the honour of presenting to you my Annual Report 
* ss for the yeor ending 31st December 1945. 
4) One Medicel officer of Health. 
4 4 ) One Sanitary Inspector. 
Area eee oes vee aoe eee 24535 acres. 
Resident population «se eee ee "223 
Humber of inhabited houses 2.6. eo os 
Rateable value of the erea ese. eee £22585 
. Sum represented by s penny rate. eee E95- 164 2 
“ Legitinate,. 29 16 43) Birth Rete 
Ellegitimate. 4 3 1) 2476 
dine Rate per 1000 totel 
BIILLBIRTHS » 3 2 4 (live md still) birthe 
. 22eh 
DEATHS. 31 16 415 Yeath Rete per 1000 
oy president pomeae®* ey 
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There heve been no che or developments in the 
undermentioned services during the year: 


a) Leboretory facilities, 
b bulence services. 

Clinies and treatment Ceitres. 
ad) Nursing in the Home. 
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: The whole of the erea with the exception of the hamlet of 
Ilteon which consists of about a desen houses hes a piped supply 
of excellent water. The residents of Ilton are supplied from 
pumps end wells, the decaeid of which is setisfectory both in 
quantity ond gueké 

The whole of the "water supply of the ares does not see the 
Light of say until it comes into the houses and it is not 
Gonsidered thet ean snaiysis of the water is necessary. 


All defecte have been made good and the services are 
sotisfactory. 


Polkution. Wo action has been necessary. 


The conversion of earth closets to water-carrisge systen 
is proceeding. 


A further extension of the scavenging area hos been arranged 
end refuse is now collected from Fearby and Healey. 


Regular inspections heve been made. 


cele 


No new houses have been erected in the area duyving the year. 


The Sanitary Inspector reports thet no nuisences heve been 
to his notice in connection with the factories and 


Workshops in the sree, 
The senitery arrangements were satisfactory. 


I em, Gentlemen, 
Your obedient Servant, 


G. Re. DODDS, 
Medical Officer of Health. 


om. am Pov pros . » ce Pay 
re 
* “ r & i 
nie , s , 
ae i “Ag 
’ - oe a 
" 
Be iy a» % . ean 
od? ‘eo viagap tomer eee * 
e . hs an 
iy r as " 
ee Lie i! Rete ta wt 
3 + ‘ { «i y 
* & 3 aCe f hay cae 
“ee 4 ¥ 
te nN B 
¥ od Psy 
a : - c 
aat 
- SF ea S ' + 4 
¥ 
+ 
*unue . art a . 
” . 
: . ¢ ‘ 
* ‘ ths “ * 
dade cer a Saw 
5 4 
’ - 
» ff : 
e x 4 
\ 
k iz Je 
. Se 
a iy yf 
¢ 
3 
‘ = : 
‘ i f y 4, * * + of wy his 
. te ; . . q ves 
1: 
, . ; 
tS 
i ts. Be vA 
; MBP ve yore 
. o ‘a a bi shercopen es 
i ; a) ass 
oe ys, 
t : ret 
f ope 
of 
* 
Wee.., 
Pte 
ie 
Was 
ie 440 
aA 
S| 
5k 


